


where a ; blaze did $10,000 damage this morning. Twenty-two trucks rolled for 
the four-alarm fire, in which one of 6 0 residents was injured, receiving burns 


to his hands and face and then lacerations of the feet when he leaped from 
a third-story window onto a second-story roof. Deputy Chief William Mc- 
CrosSjH was investigating the source; *) f the fire. ," f . 
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